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Message Text 

UNCLASSIFIED 

PAGE 01 ANKARA 01702 070838Z 
ACTION EUR- 12 

INFO OCT-01 ISO-OO CIAE-00 PM-05 H-02 INR-10 L-03 
NSAE-00 NSC-05 PA-02 SP-02 SS-15 USIA-15 ACDA-12 
10-14 /098 W 

002490 070956Z/14 

R 070722Z MAR 78 

FM AMEMBASSY ANKARA 

TO SECSTATE WASHDC 926 

INFO SECDEF WASHDC 

JCS WASHDC 

DIA WASHDC 

CINCEUR 

CINCUSAFE 

CINCUSAREUR 

USMISSION USNATO 

USNMR SHAPE 

USDOCOSOUTH NAPLES 

USDOCOLANDSOUTHEAST IZMIR 

AMCONSUL ADANA 

AMCONSUL ISTANBUL 

AMCONSUL IZMIR 

UNCLAS ANKARA 1702 

E.O. 11652: N/A 
TAGS: MILL TU 

SUBJECT: CHANGE OF COMMAND AT TURKISH GENERAL STAFF 
REF: ANKARA 1576 (DTG 020700Z MAR 78) 

1 . AT A CHANGE OF COMMAND CEREMONY MARCH 6, GENERAL SEMIH 
SANCAR RELINQUISHED COMMAND OF THE TURKISH GENERAL STAFF TO 
GENERAL KENAN EVREN. THE APPOINTMENT DECREE SPECIFIES 
THAT EVREN WILL BECOME CHIEF, TGS EFFECTIVE MARCH 7. SENIOR 
AMERICAN NATO COMMANDERS ATTENDED THE CEREMONY IN ADDITION 
TO FLAG RANK OFFICERS FROM JUSMMAT AND TUSLOG. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ANKARA 01702 070838Z 


2. NO REPLACEMENT HAS YET BEEN NAMED FOR EVREN AS GROUND 
FORCES COMMANDER. 

SPIERS 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: MILITARY PERSONNEL 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 07 mar 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978ANKARA01702 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780101-1 162 
Format: TEL 
From: ANKARA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 978031 00/aaaadgpp. tel 

Line Count: 59 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 8b0581b7-c288-dd11-92da-001cc4696bcc 

Office: ACTION EUR 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 78 ANKARA 1576 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 1 9 apr 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3101128 
Secure: OPEN 
Status: NATIVE 

Subject: CHANGE OF COMMAND AT TURKISH GENERAL STAFF 
TAGS: MILI, TU, (EVREN, KENAN), (SANCAR, SEMITH) 

To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/8b0581b7-c288-dd11-92da-001cc4696bcc 
Review Markings: 
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